PARADISE IRRIGATION DISTRICT 

6332 Clark Road, Paradise CA 95969 | Phone (530)877-4971 | Fax (530)876-0483 



May 22, 2019 


Via Electronic MaU Only 

72150- 75400622@requests. muckrock. com 

MuckRock News 
DEPT MR 72150 
411A Highland Avenue 
Somerville, MA 02144-2516 

Re: Response of Paradise Irrigation District 

To Public Records Act Request dated April 24,2019 

Dear Sir/Madam: 

This letter is to acknowledge your request for documents dated April 24, 2019 (“Request”) and 
received by facsimile transmission on that same date. On May 3,2019, PID notified you that your 
request included disclosable documents, as well as documents exempt from disclosure. PID’s 
review for responsive records is ongoing. This letter serves as PID’s partial response to your 
Request. 

Regarding recovery and debris removal for the Camp Fire (document search dates: 
between January 1,2019 and date of receipt of our request, inclusive): 

1. The Purdue report on PID water quality. 

Response: Responsive documents are attached hereto as Exhibit A. 

2. All collected data, studies, investigative reports, study reports, after action reports, 
or other reports (together, “reports”) of the water quality in Paradise water. 

Response: Responsive documents are attached hereto as Exhibit B. Additionally, 
ongoing updates on PID water quality testing results can be found at 
https://www.pidwater.com/wqadvisorv/107-all-testing-results-link-to-data-file . 

3. All reports presented by PID to any other public agency on water quality or from 
another public agency to PID. 

Response: PID has no responsive documents in its possession. 
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These responses reflect our diligent effort to interpret the requests set forth in your Request. Our 
review of records is ongoing, and we will update you when additional responsive documents are 
identified, or the review has concluded. 

Sincerely, 



Kevin M. Phillips 
District Manager 


Attachments 


